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and so causes her to commit many faults."    The
ambassador continues that he dare not write all he
would because the bearer (a servant of Katharine's)
is being sent by those who wish to injure him ; but
he begs the King to interrogate the man who takes
the letter as to what had been going on   in  the
Princess's house in  the last two months.     "The
root of all the trouble  is this young friar,  who is
flighty,  and vain, and extremely scandalous.     He
has  spoken  to  the   Princess   very  roughly  about
the   King  of England ;   and   because   I   told  the
Princess something of what I thought of this friar,
and he learnt it,  he has disgraced   me with   her
worse than if I had been a traitor.  .  .  . That your
Highness may judge what sort of person he is, I will
repeat exactly without exaggeration the very words
he used to me.    ' I know/ he said, * that they have
been telling you evil tales of me.'    * I can assure you,
father,' I replied, 'that no one has said anything
about you to me/    ' I know,' he replied ; * the same
person who told you told me himself/    'Well,' I
said, ' any one can bear false witness, and I swear
by the Holy Body that, so far as I can recollect,
nothing has been said to me about you/    * Ah,' he
said, * there are scandal-mongers in this house who
have defamed me, and not with the lowest either,
but with the highest, and that is no disgrace to me.
If it were not for contradicting them I should be
gone already/ "    Proud Fuensalida tells the King
that it was only with the greatest difficulty he kept
his hands off the  insolent  priest  at this.     "His
constant presence with the Princess and amongst
her women is shocking the King of England and
his Court dreadfully; " and then the ambassador